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NARA RG104, Entry 1, Box 188 


National Deposit Bank, 
Brownsville, Pa. 
January 12, 1895 


Director of the Mint 
Philadelphia, Pa. 


Sir 


You will find enclosed a silver dollar which is said to be a counterfeit which I would like 
you to examine and report to me. This section of country had lately been flooded with these 
dollars. They seem to be about five grains heavier than a standard, and information will be 
appreciated. 


Very respectfully, 
Sam. E. Taylor, Cash. 


